NU RSIN G., 


= | MEDSURG Nursing 2000 Author Index 


Adiutori, D.M., 255 Hall, J., 284 Ramsey, A., 21 
Aghajanian, A., 93 Hargrove, B., 201 Reger, T.B., 83 
Andrews, M., 233 Hoare, K., 33 Reschak, G.L.C., 318 
Back, M.R., 113 Hogan Miller, E., 27 Rimmasch, H., 163 
Becker, H.S., 135 Hsich Wang, C., 189 Roman, M.L., 281 
Bender, S., 163, 284 Jenkins, P., 201 Schott-Baer, D., 302 
Bly, B., 27 Jezuit, D.L., 145 Sellers, K.F., 201 
Brooks-Brunn, J.A., 248 Johnson, T., 265, 308 Smith, S.A., 233 
Buiser, M., 129 Kotal, B., 302 Sousa, K.H., 33 
Capriotti, T., 86, 313 Kerfoot, K., 47, 97, 153, 208, 323 Sowers, N.J., 40 
Clayton, H.A., 318 Lenaghan, N.A., 298 Stiefel, K.A., 40 
Cook, A., 163, 284 Llewellyn, J., 71 Stordahl, N., 113 
Creamer, J.L., 318 Marchiondo, K., 183 Synder, B.A., 21 
Damron, S., 40 Martin, B., 71 Tashakkori, Z., 93 

De Ryke, P., 33 Mathes, M.M., 270 Terpstra, Tammy L., 61 
Edwards, S.J., 125 Mathes, M., 44 Terpstra, Terry L., 61 
Faut-Callahan, M., 71 Metheny, N.A., 125 Thomason, S.S., 77 
Fellows, L.S., 27 Meyer, P., 71 Truesdell, S., 178 
Felt, P., 27 Morrison, E.F., 21 VanCura, B.J., 265, 308 
Ferguson, M., 163, 284 Opfer, K., 265, 308 Vargas, G., 83 

Fetter, M.S., 6, 58, 110, 162, 230, 282 Person, L., 33 Velez, L., 40 
Frederickson, M., 27 Phillip, M.C., 17 Voss, A., 163 
Gaynor, S.E., 318 Piper, J., 33 Wallace, L.S., 205 
Gothberg, S., 5, 57, 109, 161, 229 Pontieri-Lewis, V., 9 Williams, L., 265, 308 
Hahler, B., 311 Pusateri, M., 284 Young, M., 193 


MEDSURG Nursing 2000 Subject Index 


Advanced Practice Asthma Disease Management Programs Improve Clinical and 
Pickwickian Syndrome: The Challenge of Severe Sleep Apnea, Economic Outcomes, 201 
183 Caring for Patients with Coloanal Reservoirs for Rectal Cancer, 
Primary Pulmonary Hypertension, 17 193 
Primary Pulmonary Hypertension: A Review for Advanced Evidence-Based Practice for Enteral Feedings: Aspiration 
Practice Nurses, 255 Prevention Strategies, Bedside Detection, and Practice 
Promoting Outcomes for Patients with Spinal Cord Change, 27 
Impairments and Ostomies, 77 Knowing and Approaching Hope as Human Experience: 
Reimbursement Issues in Advanced Practice Nursing: An implications for the Medical-Surgical Nurse, 189 
Overview, 93 Surviving Managed Care: The Effect on Job Satisfaction in 
Suffering of Critical Care Nurses with End-of-Life Decisions, 145 Hospital-Based Nursing, 129 


From AMSN Cardio lar/Pul y Physiology 

A National Priority, 5 Helping Patients with COPD Manage Episodes of Acute 

Creating Our Future, 229 Shortness of Breath, 178 

Declare Your Pride for Medical-Surgical Nursing, 281 Primary Pulmonary Hypertension, 17 

Fortitude for Change, 57 Primary Pulmonary Hypertension: A Review for Advanced 

Retention of Nurses: An Organizational Priority, 109 Practice Nurses, 255 

Where's the Quality?, 161 The Efficacy of Carotid Endarterectomy: A Vascular Surgery 
Perspective Reducing Hospital Stay, 113 

Antidiuretic Hormone Secretion The Use of Telemetric Oximetry in the Clinical Setting, 71 

Syndrome of Inappropriate Antidiuretic Hormone Secretion: Using Color to Simplify ABG Interpretation, 205 

Recognition and Management, 61 


Clinical Practice 
Asthma A Novel Program to Assess and Manage Pain, 318 
Asthma Disease Management Programs Improve Clinical and Esophageal Cancer: An Overview, 248 re 
Economic Outcomes, 201 Evidence-Based Practice for Enteral Feedings: Aspiration 
Prevention Strategies, Bedside Detection, and Practice 
Best Practice Change,27- 
A Comprehensive Interactive Competency Program Part I: oe sateen hed ae Manage Episodes of Acute 
me Managing the Care of ~mplex, Difficult Patients in the 
A Comprehensive Interactive Competency Program Part Il: . 


Medical-Surgical Setting, 21 
Implementation, Outcomes, and Followup, 308 
A Novel Program to Assess and Manage Pain, 318 The Use of Telemetric Oximetry in the Clinical Setting, 71 


MEDSURG Nursing—-December 2000—Vol. 9/No. 6 


AP 
Re 
= 
ee 
325 


Continuing Education 

Artificial Nutrition and Hydration at the End of Life, 233 

Colorectal Cancer: Prevention and Screening, 9 

Mainutrition: Role of the Two Cal® HN Med Pass Program, 284 

Pressure Ulcer Management: The Importance of Nutrition, 163 

Syndrome of Inappropriate Antidiuretic Hormone Secretion: 
Recognition and Management, 61 

The Efficacy of Carotid Endarterectomy: A Vascular Surgery 
Perspective Reducing Hospital Stay, 113 


Dyspnea 
Helping Patients with COPD Manage Episodes of Acute 
Shortness of Breath, 178 


End of Life Care 

Artificial Nutrition and Hydration at the End of Life, 233 
Editorial: End-of-Life Care: The Nursing Role, 230 

Suffering of Critical Care Nurses with End-of-Life Decisions, 145 


Ethics 

Artificial Nutrition and Hydration at the End of Life, 233 

Editorial: Medical Errors: Medical-Surgical Nurses Speak, 58 

Editorial: End-of-Life Care: The Nursing Role, 230 

Ethical Challenges and Nursing, 44 

Suffering of Critical Care Nurses with End-of-Life Decisions, 145 

Withholding and Withdrawing Artificial Nutrition and Hydration 
- A Legal Perspective, 270 


Health Care Delivery 

Evidence-Based Practice for Enteral Feedings: Aspiration 
Prevention Strategies, Bedside Detection, and Practice 
Change, 27 

Knowing and Approaching Hope as Human Experience: 
Implications for the Medical-Surgical Nurse, 189 

Managing the Care of Complex, Difficult Patients in the 
Medical-Surgical Setting, 21 


Health Promotion & Disease Prevention 

An Analysis of the Epidemiology of Latex Allergy: Implications 
for Primary Prevention, 135 

Colorectal Cancer: Prevention and Screening, 9 

Don't Miss This Opportunity: Promote Adult Immunizations!, 
198 

Pharmacologic Prevention and Treatment of Osteoporosis in 
Women, 86 

The Nurse’s Role in Smoking Cessation, 298 


Infection Control 


Improving Oral Hygiene for the Seriously Ill Patient: 
Implementing Research-Based Practice, 40 


Latex Allergy 


An Analysis of the Epidemiology of Latex Allergy: Implications 
for Primary Prevention, 135 


Measuring and Managing Outcomes 

Editorial: Fairness: The Most Basic Outcome Measure, 282 

Promoting Outcomes for Patients with Spinal Cord 
Impairments and Ostomies, 77 


Medical Nursing 

Calciphylaxis in Chronic Renal Failure, 311 

Evidence-Based Practice for Enteral Feedings: Aspiration 
Prevention Strategies, Bedside Detection, and Practice 
Change, 27 


Nursing Management 


Surviving Managed Care: The Effect on Job Satisfaction in 
Hospital-Based Nursing, 129 


Nutrition Support/intravenous Therapy 

Artificial Nutrition and Hydration at the End of Life, 233 

Evidence-Based Practice for Enteral Feedings: Aspiration 
Prevention Strategies, Bedside Detection, and Practice 
Change, 27 


326 


Malnutrition: Role of the Two Cal® HN Med Pass Program, 284 

Measurement of Gastric Residual Volume: State of the Science, 
125 

Withholding and Withdrawing Artificial Nutrition and Hydration 
- A Legal Perspective, 270 


Older Adults 

Don’t Miss This Opportunity: Promote Adult Immunizations!, 
198 

Improving Oral Hygiene for the Seriously III Patient: 
Implementing Research-Based Practice, 40 

Malnutrition: Role of the Two Cal® HN Med Pass Program, 284 

Measurement of Gastric Residual Volume: State of the Science, 
125 

Pharmacologic Prevention and Treatment of Osteoporosis in 
Women, 86 

Syndrome of Inappropriate Antidiuretic Hormone Secretion: 
Recognition and Manar _ment, 61 


Oncology Nursing 

Caring for Patients with Coloanal Reservoirs for Rectal Cancer, 
193 

Colorectal Cancer: Prevention and Screening, 9 

Esophageal Cancer: An Overview, 248 


Oral Hygiene 


Improving Oral Hygiene for the Seriously Ill Patient: 
Implementing Research-Based Practice, 40 


Oxygen Saturation 
The Use of Telemetric Oximetry in the Clinical Setting, 71 


Pain Assessment 
A Novel Program to Assess and Manage Pain, 318 


Patient-Controlled Analgesia 
Comparing Three Patient-Controlled Analgesia Methods, 33 


Patient and Case Management 

Caring for Patients with Coloanal Reservoirs for Rectal Cancer, 
193 

Helping Patients with COPD Manage Episodes of Acute 
Shortness of Breath, 178 

Managing the Care of Complex, Difficult Patients in the 
Medical-Surgical Setting, 21 

Pickwickian Syndrome: The Challenge of Severe Sleep Apnea, 
183 

Primary Pulmonary Hypertension, 17 


Patient & Family Education & Support 

Don't Miss This Opportunity: Promote Adult Immunizations!, 
198 

Knowing and Approaching Hope as Human Experience: 
Implications for the Medical-Surgical Nurse, 189 

The Nurse's Role in Smoking Cessation, 298 


Pharmacology 


Don't Miss This Opportunity: Promote Adult Immunizations!, 
198 

Pharmacologic Prevention and Treatment of Osteoporosis in 
Women, 86 

The New NSAIDs: Cox-2 Inhibitors, 313 


Pressure Ulcers 
Pressure Ulcer Management: The Importance of Nutrition, 163 


Products & Technologies 

Evidence-Based Practice for Enteral Feedings: Aspiration 
Prevention Strategies, Bedside Detection, and Practice 
Change, 27 

Malnutrition: Role of the Two Cal® HN Med Pass Program, 284 


MEDSURG Nursing—December 2000—Vol. 9/No. 6 


J 
! 
| 
i] 
4 


Professional Issues 


Editorial: Fairness: The Most Basic Outcome Measure, 282 

Editorial: End-of-Life Care: The Nursing Role, 230 

Editorial: Hope: The Antidote to Suffering, 162 

Editorial: Medical Errors: Medical-Surgical Nurses Speak, 58 

Editorial: Nursing’s Hazards to Health, 110 

Editorial: The Visible Nurse, 6 

Evidence-Based Practice for Enteral Feedings: Aspiration 
Prevention Strategies, Bedside Detection, and Practice 
Change, 27 

Knowing and Approaching Hope as Human Experience: 
Implications for the Medical-Surgical Nurse, 189 

On Leadership: Balancing From the Balcony, 153 

On Leadership: Leadership: Creating a Shared Destiny, 323 

On Leadership: ‘Customerizing’ In the New Millennium, 97 

On Leadership: The Leader as a Retention Specialist, 208 

On Leadership: TIO. (Technical !Q) - A Survival Skill for the New 
Millennium, 47 

Reimbursement Issues in Advanced Practice Nursing: An 
Overview, 93 

Surviving Managed Care: The Effect on Job Satisfaction in 
Hospital-Based Nursing, 129 


Psychosocial Support & Care 
Managing the Care of Complex, Difficult Patients in the 
Medical-Surgical Setting, 21 


Quality Improvement 

A Comprehensive Interactive Competency Program Part |: 
Development and Framework, 265 

A Comprehensive Interactive Competency Program Part II: 

Implementation, Outcomes, and Followup, 308 


Research 

An Alternative to Sutures, 83 

An Analysis of the Epidemiology of Latex Allergy: Implications 
for Primary Prevention, 135 

Comparing Three Patient-Controlled Analgesia Methods, 33 

Frequency and Effectiveness of Self-Care Actions and Menopause 
Symptoms of Middle-Aged Working Women, 302 

Improving Oral Hygiene for the Seriously Ili Patient: 
Implementing Research-Based Practice, 40 

Measurement of Gastric Residual Volume: State of the Science, 
125 

The Use of Teiemetric Oximetry in the Clinical Setting, 71 


Sleep Apnea 


Pickwickian Syndrome: The Challenge of Severe Sleep Apnea, 
183 


Spinal Cord 


Promoting Outcomes for Patients with Spinal Cord 
Impairments and Ostomies, 77 


Surgical Nursing 


Managing the Care of Complex, Difficult Patients in the 
Medical-Surgical Setting, 21 


Tissue Adhesives 
An Alternative to Sutures, 83 


Nursing Education Specialists: 
© Critical Care (Thoracic/Vascular) 
Cardiovascular-Medical CV 
Emergency Services 
© Medical 
¢ OB/Neonatal/Peds 
Ortho/Rehab/Outpatient 
Parent/Child 
Surgical (Urol/Vasc/Ent/Plastic/Gen) 

This role focuses on assessing, planning, 


implementing, and evaluating education within 
the acute care and ambulatory setting. 


Clinical Nurse Specialists: 
© Cardiovascular 
Critical Care (Med/Surg/Transplant/ICU) 
Medical 
© Pediatric ICU 
Surgical 


This role focuses on patient care and education, 
consultation, and participation in research activities. 


www.mayo.edu 


MEDSURG Nursing—December 2000—Vol. 9/No. 6 


Mayo Clinic in Rochester, comprised of Mayo Clinic, St. Marys Hospital, 
and Rochester Methodist Hospital, currently has opportunities for 
Nursing Education Specialists and Clinical Nurse Specialists. 


Qualified candidates must have a Master's degree in Nursing with 
relevant clinical experience preferred. Must be able to obtain a 
Minnesota RN license. 


Mayo Nursing has been awarded Magnet Hospital Recognition Status 
for Excellence in Nursing Service by the American Nurses Credentialing 
Center. Enjoy the best of both worlds, a stimulating nursing practice 
environment and a quality lifestyle. 


Mayo Clinic offers a competitive salary and excellent benefits package, 
including relocation assistance. For more information, contact: 


Opportunities 


ph 800-562-7984 fax 507- 266-3167 e-mail careers@mayo. edu 


: 
: | 
: 
& 
3 
: 
7 
= 
2, 
| 
We 
= 
— 
: 
| 
4 Mayo Clinic renze syverson, stephanie Rotz, 200 1st Street SW OE-4, Rochester, MN 55905 
2 
327 
= 


